The soldier who still held the shotgun set it,against the
wall, almost surreptitiously.

" Miss-----" the officer repeated, then stopped.

There was a slight scraping noise down the hall. Mr.
Munn turned in time to see, indistinct in the shadow, the
long form of Doctor MacDonald hang for an instant from
the edge of the loft door before he dropped to the floor.